Declassified in Part - Sanitized Copy Approved for Release 2012/04/1 1 


W... >> A 

CIA-RDP78-03424A0005001 20005-0 f 



erenod Mo 


till I# tt# 

tlteif* Ifc# ij’ttiit it 1-# h 


Cfig % i# 

ll 


¥7 _ REV DATE _ 
i CDffii* DPI _» 

I CLASS— ?! — FADES _ 
■ ^ KEXT REV 


_ TYPE _SJ6= 

REV CLASS 

AUTH: KR T8-* 


Declassified in Part - Sanitized Copy Approved for Release 2012/04/1 1 : CIA-RDP78-03424A0005001 20005-0 






